IV. 24. (viii)                    DATA OT Hian DAMS IN INDIA

(e) Fish culture

(/) Anti-malaria measures

(5)  Recreation facilities

(6)  Lessons to be learnt from the con-
struction and utilisation of the dam

IX, BIBLIOGRAPHY AND HISTORICAL

(1) Historical                                     The Company was floated, when fa

was found that the Tata Hydro-
Electric P.S.Co. could not meet
with the increasing demand for
power by the mills and railways of
Bombay and its suburbs. It was
developed by Mr. H P, Gibbs, the
General Manager. The Company sup-
plien power only to the mills while
the Tata Power Co. supplies power
to the Great Indian Peninsula and
Bombay, Baroda and Central India

(2)  Personnel
(3)  Bibliography                                 Chatterjee,  Bhirn   Chandra   "   The
Hydro-Electric Practice in India "